MORTON STREET VINT
SHAFT, MANHATTAN,
NEW YORK
Siting the shaft for the
trans-Hudson PATH tubes
raised a conflict between
purely functional criteria
and community interests.
In the event local impact
took precedence: a park
was included with a
waters-edge setting.
Such situations give rise
to questions for research/
such as "What economies
in infrastructure
development can be
achieved through
effective public education
and participation in
decision making?"
